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Contract  was  transferred  from  MICC-Fort 
Eustis  to  MICC-Fort  Leonard  Wood  in  Feb  2011 


Maximum  Capacity  is  $100M  over  a  five  year 
period. 


The  IDIQ  contract  supports  technical  services 
for  the  Chemical,  Engineer  and  Military  Police 
Schools  and  activities 
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There  are  nine  Prime  Contractors  supporting 
the IDIQ 

•  Summit  (Small) 

•  Piton  (Small) 

•  Charles  F.  Day  (Small) 

•  Advancia  (Large) 

•  IEM  (Large) 

•  L-3  (Large) 

•  Eagle  (Large) 

•  Battelle  (Large) 

•  BRTRC  (Large) 
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(as  of  30  Sept  2012) 


Base  Year  of  Performance 

-  $5.9M  obligated 

-  89%  to  Large  Business 

-  11%  to  Small  Business 

Option  Year  1  Performance 

-  $8.4M  obligated 

-  66%  to  Large  Business 

-  34%  to  Small  Business 

Option  Year  2  Performance 

-  2.4M  obligated 

-  55%  to  Large  Business 

-  45%  to  Small  Business 

-  $17. 5M  Capacity  Remaining  for  Option  Year  2 


